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The  Edwards  Manufacturing  Company 


CINCINNATI,  OHIO 


NEW  YORK,  N.  Y. 
81-83    Fulton     Street 


DALLAS,  TEXAS 
Market  and  Collin  Streets 


THE  EDWARDS  MANUFACTURING  COMPANY,  CINCINNATI,  OHIO,  U.S.A. 
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We   Believe  in 
STEEL 


m. 


AIRPLANE  HANGARS,  GARAGES,  FILLING  STATIONS, 
WAREHOUSES,  TOOL  SHEDS,  PUMP  HOUSES,  SHEL- 
TERS, REPAIR  SHOPS,  METER  HOUSES,  OIL  STORAGE 
SHEDS,  BUS  TERMINALS,  MOTORCYCLE  SHEDS,  ETC. 

BECAUSE 

STEEL  is  fire  and  lightning  proof!  Quickly  erected !  No  muss 
and  dirt.  Requires  less  paint  than  wood.  Can  be  erected  in  all 
kinds  of  weather—  freezing  temperatures  do  not  interfere  with 
construction  work.  Will  not  crack  or  warp.  No  form  work 
required.  No  waste  of  materials.  Weighs  less  per  cubic  foot  of 
space  than  any  other  type  of  building.  Steel  is  sanitary,  damp- 
proof  and  economical  in  upkeep.  Easily  dismantled  and  moved 
to  a  new  location  with  practically  100%  salvage. 

"|VT|^  /^T^T-JTT'T?  ^yP^  ^^  construd:ion  can  claim  all  these 
IN  W  W  1  ll  Jj^IV  advantages.  We  have  been  in  the  STEEL 
BUILDING  business  for  over  twenty  years.  We  know  the  possi- 
bilities of  STEEL  for  light  buildings. 

STEEL  IS  THE  ONLY  SAFE  BUILDING  MATERIAL 

That  is  why  two  of  the  largest  coal  companies  in  Kentucky  and  Pennsylvania  recently 
purchased  several  hundred  EDWARDS  STEEL  GARAGES  for  housing  their  miners' 
cars.  One  large  oil  company  alone  purchased  more  than  a  hundred  attractive 
FILLING  STATIONS  OF  EDWARDS  MAKE. 


We  Believe  in  Steel ! 


The  Edujards  Ulanufacturinq  Companig 


Cincinnati,  Ohio,  U.  S.  A. 
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EDWARDS  "ALL-STEEL"  BUILDINGS 


FIG.  1 

Notice  the  "clean-cut"  appearance  of  an  EDWARDS  ALL-STEEL  Building!  The  proper 
distribution  of  steel  sash  gives  ample  da^dight  for  manufacturing  purposes.  \'entilating  sash  in  the 
monitor.  High  grade  galvanized  Steel  »Siding  and  Roofing.  This  building  was  erected  in  a  few  days 
time  by  unskilled  labor.  There  are  many  uses  for  buildings  of  this  type!  The  most  economical 
building  money  can  buy. 


In  FIG.  2  a  typical  steel  framework  of  the  larger  t>'pe  of  EDWARDS  ALL-STEEL  building. 
All  designed  according  to  Standard  Engineering  Practice.  The  entire  framework  of  structural  steel 
is  shipped  ready  to  bolt  together  on  the  job.  Each  piece  is  properly  marked,  and  detailed  drawings 
show  where  each  piece  is  to  be  jilaced.  The  entire  frame  is  given  one  shop  coat  of  iiaint.  Can  Iie 
erected  in  all  kinds  of  weather. 


FIG.  2 
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EDWARDS  "ALL-STEEL"  BUILDINGS 


We  are  showing  only  a  few  illustrations  of  the  many  types  of  EDWARDS  STEEL  BUILDINGS. 
We  list  below  some  of  the  varieties  and  uses  for  such  buildinc:s. 


EDWARDS  ALL-STEEL  BUILDINGS 


Auto  Bus  Sheds 
Airplane  Hangars 
Blacksmith  Shops 
Bunk  Houses 
Cattle  Barns 
Com  Cribs 
Dry-Cleaning  Plants 


Filling  Stations 

Garages 

Light  Manufacturing 

Market  Houses 

Mess  Halls 

Meter  Houses 

Powder  Magazines 


Public  Garages 
Pump  Houses 
Pump  Shelters 
Railway  Sheds 
Sub-Stations 
Tool  Houses 
Warehouses 


PORTABLE 

An  All-Steel  building  is  the  only  kind  that  can  be  taken  down  and  erected  in  a  new  location. 
This  cannot  be  done  with  a  brick,  concrete,  or  wood  building  of  similar  size.  It  is  just  as  easy  to  take 
an  Edwards  Steel  Building  down,  as  it  is  to  erect  same,  and  it  can  be  erected  in  less  time  than  any 
other  type  of  construction. 

SANITARY 

Xo  wood  to  rot  out  or  burn.  Xo  brick  or  concrete  to  hold  moisture.  Rat  and  vermin-proof.  An 
Edwards  Steel  Building  does  not  require  paint,  unless  same  is  desired  for  decorative  purposes.  It  is 
not  advisable  to  paint  a  galvanized  steel  building  until  it  has  been  exposed  to  the  weather  for  several 
months. 

ECONOMICAL 

Steel  Buildings  weigh  less  per  square  foot  of  floor  area  than  any  other  type  of  construction. 
Requires  less  concrete  foundation  than  a  brick  or  concrete  building.  Less  bulky  to  ship.  Less  freight 
to  p.-y.  Less  labor  to  erect.  Xo  paint  required,  and  practically  100%  salvage.  A  truly  economical 
construction. 
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FIG.  3 

The  above  illustration  shows  a  preliminary  drawing  typical  of  the  drawings  furnished  with  each 
estimate  on  the  larger  type  of  steel  buildings. 

You  are  absolutely  sure  of  the  kind  of  building  you  will  get  when  yoxs.  order  an  Edwards  vSteel 
Building.  Our  preliminary  drawings  show  just  what  we  propose  to  furnish.  Our  drawings  and 
estimates  are  yours  for  the  asking. 
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EDWARDS  "ALL-STEEL"  BUILDINGS 


FIG-  4 


The  front  of  this  EDWARDS  STEEL  BUILDING  has  been  made  attractive  with  Edwards 
galvanized  steel  cornice  and  pilasters.  The  front  of  the  second  floor  is  used  for  office  space  and  the 
remaining  part  of  the  building  for  warehouse  and  manufacturing  purposes.  The  large  steel  windows 
in  the  front  provide  ample  light  and  ventilation. 

Note  space  available  for  advertising  purposes.  This  building  was  seven  years  old  when  the  photo- 
graph was  taken,  and  it  looks  as  new  as  the  day  it  was  built. 

A  neat  building  that  is  Fire  and  Lightning-Proof!  Economical  in  ^st  and  upkeep.  An 
EDWARDS  STEEL  BUILDING  will  last. 


FIG.  5 


An  ALL-STEEL  enclosure  for  a  freiglit  loading  platform.  Fine  for  freight  storage.  Large 
sliding  steel  doors  permit  the  handling  of  bulky  packages.  Being  entirely  of  steel,  it  affords  a  protec- 
tion to  stored  merchandise. 
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EDWARDS  "ALL-STEEL"  BUILDINGS 


FIG.  6 

A  well  proportioned  Edwards  Steel  Btiildiiigl  Admirably  adapted  for  warehouse  or  light  manir- 
factnriiig.      flakes  an  excellent  Auto  Repair  Shop.      Can  be  furnished  in  various  sizes. 

EDWARDS  STEEL  BUILDINGS 

include  standard  structural  steel  framework,  painted,  ready  to  bolt  together.  Galvanized  steel  siding 
and  roofing.  Where  walls  are  not  over  twelve  feet  high  we  use  our  patented  INTERLOCKIXG 
BEADED  steel.  See  description  on  page  9.  The  same  material  is  used  on  roofs  of  buildings  not  over 
twenty  feet  wide.  ''  ■"'  ~ 

The  corners  are  finished  with  a  "one-piece"  interlocking  panel.  The  gable  trusses  on  the  smaller 
buildings  not  over  twenty-five  feet  wide  are  covered  with  galvanized  sheets  and  eave  trim  at  factory, 
before  shipping. 

We  include  all  ridge  finish,  eave  trim,  door  and  window  trim,  bolts,  clips,  washers,  etc.  for 
applying  sheet  metal. 

Windows  are  usually  of  the  rolled  steel,  pivoted  ventilating  type.  Doors  may  be  of  the  hinged  or 
sliding  type,  including  all  hardware  for  the  proper  installation  and  operation  of  same. 


EXTRA  EQUIPMENT 


We  do  not  include  with  our  STANDARD  Steel  Buildings,  gutter,  downspout,  skylights,  ventila- 
tors, interior  lining  or  glass.  We  do,  however,  upon  request,  quote  on  any  of  these  items  on  any 
building  you  may  desire, 

ESTIMATES 

We  maintain  our  own  Drafting,  Engineering  and  Estimating  Departments.  We  will  gladly  quote 
you  on  any  type  of  building  in  which  you  are  interested.  Send  to  us  a  rough  pencil-sketch  showing" 
size  of  building",  length,  width  and  height,  together  with  location  of  doors  and  windows.  We  will 
send  yoi"!  an  estimate  and  drawing  for  same. 

OUR  ESTIMATING  SERVICE  IS   YOURS  FOR   THE  ASKING. 
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FIG.   7 — All-Steel  Gara.ne  I'uildin.t;-  for  larse  iiianufacturin.i.;-  iilant. — Size  200  x  200  feet. 


FIG.  8— Interior  \"ie\\ — All-Steel  lUiikliim-  50  x  22n  feet.      Walls  1  _'  feet  liiijli. 


FIG.  9— All-Steel  workshoji  hnikliii.cs  for  coal  niiuin.u-  operations. 
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EDWARDS  "ALL-STEEL"  HANGARS 


FIG.  10 

An  AU-Sleel  Hangar  for  one  plane.  Sliding  steel  doors,  clear  opening.  Frame  work  of  structural 
steel  ready  to  bolt  together.  Galvanized  siding  and  roofing.  Steel  sash.  Fire  and  lightning-proof. 
Made  in  several  sizes.  Quickly  erected.  Easily  dismantled  and  set  up  in  a  new  location.  Further 
informatio  1  on  request.     Do  not  build  your  Hangar  of  wood. 


FIG,  11 

Built  entirely  of  steel.     Clear  span  roof.     Sliding  steel  doors  across  entire  end.     Abundance  of 
light  and  ventilation.     Walls  and  roof  of  galvanized  steel.     Capacity  one  to  ten  planes. 
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ALL-STEEL  GARAGES,  MODEL  No.  15 


FIG.  12 


FIG.  13 


FIG.  14 


FIG.  15 


Features  of  Edwards  Steel  Garages  are  Shown  on  this  Page. 

In  Fig.  12  we  show  the  Gable  End  of  the  garage,  the  truss  of  angle  iron  is  completely  co\-erecl  with 
galvanized  steel  sheets  and  ornamented.  In  Fig,  13  the  special  Ridge  Finish  is  shown.  Very  rigid  and 
watertight.  All  fastenings  are  inside  the  building'.  Fig.  14  shows  the  patented  Interlocking 
Stiffener,  this  is  placed  between  each  sheet  of  siding  insuring  a  tight  joint  and  adding  to  the  appearance 
of  the  Garage.  All  of  galvanized  steel.  Fig.  15  is  one  of  several  drawings  furnished  with  your 
Garage.  Shows  just  how  it  goes  together.  Any  ordinary  workman  can  erect  an  Edwards  ALL-STEEL 
Garage  easily  and  quickly.  Each  ])iece  is  marked.  Fig.  16.  The  Patented  Interlocking  Joint  in  the 
Beaded  Steel  roofing.  Pro\-ides  for  contraction  and  expansion.  No  exposed  holes,  all  fastenings 
concealed. 

WON'T  WARP,  ROT  OR  BURN.— LIGHTNING  PROOF— NO  MUSS  OR  DIRT. 


FIG.  16 
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EDWARDS  "ALL-STEEL"  GARAGES,  MODEL  No.  15 

THE  MOST  POPULAR  TYPE  OF  ALL-STEEL  GARAGE 
ON  THE  MARKET  TODAY. 


Made  in  one  and  two-car  capacity.  The  frame-work  is  entireh-  of  STRUCTURAL  STHHL.  We 
do  not  nse  bent  sheets  of  galvanized  steel  to  act  as  framework-  All  parts  of  the  Angle-Iron  framework 
are  punched  ready  to  bolt  together  on  the  job.  The  siding  and  roofing  of  high  grade  galvanized 
Interlocking  Beaded  Steel,  with  Ridge.  Eave  Trim,  Corners,  Gables,  and  Stiffeners  as  shown  on  the 
l^receding  page.      Side  walls  S  feet  high.      All  bolts,  nuts  and  washers  included. 


FIG.  17 


STANDARD  KOl'IPr^IEXT  includes  two  galvanized  metal  sash  in  Single  Garages,  and  four  sash 
in  the  Double  Garages.  These  sash  are  hinged  at  the  top  to  swing  out.  See  details  on  opposite  page. 
Doors  are  of  Galvanized  Steel,  for  opening  8  feet  wide  and  7  feet  10  inches  high,  with  wire  glass  panels. 
All  hardware  is  attached  at  factory  before  shipping.  We  include  hinges,  chain  bolt,  foot  bolt,  hasp 
and  staple  and  padlock. 

These  garages  are  shipped  in  convenient  crates.  Each  piece  of  material  is  marked.  Drawings 
show  where  each  piece  goes.  Easily  and  cpiickly  erected!  No  extras  to  buy.  Standard  sizes, 
weights  and  prices  are  shown  on  PRICE  LIST  accompanying  this  catalog. 
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EDWARDS  ''ALL-STEEL"  GARAGES,  MODEL  No.  15 
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Fig.  18 

Exterior  View 
Window  Open 


In  Figures  18  and  19  we  show  the  Standard 
Type  of  Metal  Window  furnished  with  our 
ALL-STEEL  Garages,  also  with  Meter  Houses, 
Pump  Houses,  and  Sub-Stations. 

The  Window  is  of  galvanized  steel  and  is 
glazed  with  M"  rough  wired  glass.  Hinged  at 
top  to  swing  out.  The  Stay-rod  holds  the  window 
open.  When  shut  securely  locks  the  window  on 
the  inside. 

This  window  is  completely  assembled  in  the 
sidewall  sheet  at  the  FACTORY.  Just  as  illus- 
trated. You  do  not  have  to  set  or  fit  the  sash  nor 
glaze  same.  This  means  quicker  erection  and 
less  labor. 

Note  carefully  below  the  Patented  Inter- 
locking Feature  used  in  Edwards  All-Steel 
Garages. 


Fig.   19 

Exterior  View 
Witr.---"-  "^losed 


Fig.  20 


Two  Sidtwall  Sheets  ],ocked 
Stiffeiier  over  Joint. 


Fig.  21 


Fig.  22 


sidewall  Stiffener. 


Two  Roof  Slu-els  I<ocked 


THE    FIRST    COST    OF   AN   EDWARDS    ALL-STEEL   GARAGE     IS    THE 
ONLY  COST!       FIRE  AND  LIGHTNING  PROOF!     LOWER  INSURANCE! 
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ALL-STEEL  GARAGES,   MODEL  No.  15 


FIG.    23 

A  good  investment!     A  grou])  of  Edwards  ALL-STHKL  Model   Xo.  15   Garages  Isringing    to   the 
owner  a  revenue  of  over  ninety  dollars  per  month. 


FIG.  24 


A  heav\-  snowfall  of  over  24  inches  wa^  easil\-  sustained  1)\-    these   garages    in    Connecticut.      The 
satisfied  owner  lias  sent  us  several  repeat  orders. 
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EDWARDS  "ALL-STEEL"  MULTIPLE  GARAGES 


The  most  economical  arrani>ement  of  Steel  Garages  is  the  Ml"LTlPLI'l  TYPE  shown  on  this 
and  the  following  pa.yes.  This  tyi)e  differs  from  the  grouij  shown  in  Fig.  2.i.  on  opposite  page,  as  the 
entire  group  is  under  one  roof. 

Partitions  may  be  had  extending  from  floor  to  roof;  thus  entirely-  separating  each  compartment. 
The  construction  and  materials  throughout  are  the  same  as  described  in  our  Xo.  15  Model. 

This  type  is  most  popular  for  rental  jiurposes,  and  is  most  ser\iceable  for  large  manufacturing 
or  mining  companies,  where  it  is  desirable  to  house  cars  owned  by  the  employees.  We  have  sold 
many  hundreds  of  these  to  various  concerns,  who  in  turn  rent  them  to  their  emi>loyees  at  a  nominal 
charge.     A  satisfied  employee  is  an  asset  to  an>'  businessi 


FIG.   25 


These  garages  can  be  had   in  various  sizes,  and  number  of  stalls. 

We  can  riuote  with  and  without  glass  in  the  doors,  also  with  and  without  windows  if  desired. 

Stalls  range  from  16  to  20  Ka  deep,  and  each  conii>artment  from  S  to  10  feet  wide. 

When  ordering  state  nur.iberof  compartments  wanted  in  one  group,  gi\-ing  total  length  of  group, 
and  depth  from  front  to  rear.      The  roof  has  a  d-inch    o\-erhang  all  armnul. 

Consult  our  Price  List:   and  if  in    doubt,  write   us    for    further   information,  giving   if    possible,  a 
rou.gh  sketch  of  layout  required. 

It  reiiuires  about  twenty-five  (25'  stalls  or  compartments  to  make  up  a  carload  shipment ,  enabling 
vou  to  save  on  freight  and  crating. 
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EDWARDS  "ALL-STEEL"  MULTIPLE  GARAGES 


A  PERFECT  FIT 

Harrisburg,  Pa.,  .\pril  1,  1914 
The  Edwards  Manufacturing  Company,  Cincinnati,  Ohio. 
Gentlemen: 

The  All-Steel  portable  garage  I  bought  from  you  is  all  erected  and  everything 
with  a  perfect  fit.  Same  makes  a  neat  appearance  and  am  much  pleased  with 
same.  Everybody  expresses  satisfaction.  Had  at  least  a  dozen  inquiries 
concerning  same  within  the  last  week,  so  you  may  hear  from  some  of  them  before 
long. 

Would  you  send  me  a  catalog  or  two  so  that  I  can  discuss  same  with  my 
interested  neighbors. 

Respectfully, 

H.  K.  BROWN. 


FIG.    26 


This  group  of  twentj-  stalls  in  a  West  \'irginia  coal  mine  was  erected  by  mine  laborers.  On 
January  15,  1924  a  Hudson  seven  passenger  car  was  destroyed  by  fire  in  stall  No.  2.  There  were  cars 
on  each  side  of  this  stall,  neither  of  which  was  injured  in  the  least  bj'  fire. 

This  photo  was  taken  after  the  fire!  Suppose  this  group  had  been  wooden  shacks.'  There  would 
have  been  nothing  left  to  photograph. 


WE  DO  NOT 


furnish  any  floor,  foundation,  or  interior  lining  for  our  Standard  Models, 
the  necessary  foundation  plans  for  your  cement  work. 


We  do,   however,   furnish 


THE  EDWARDS  MANUFACTURING  COMPANY,  CINCINNATI,  OHIO,  U.S.A. 


15 


EDWARDS  "ALL-STEEL"  MULTIPLE  GARAGES 


COST  WAS  LESS 

Norfolk,  Va., 

June 

12,  1912 

The  Edwards  Manufacturina:  Company,  Cincinnati,  Ohio. 

Gentlemen: 

I    am    very   much   pleased   with   the  garage    that   I   ordered 

from 

vou.      Its 

appearance   is 

much    more  pleasing  than   tiie  ordinary  galvaniy 

ed  iron  building      | 

and  the  total 

cost  including  freight  and  expense  of  putting  up 

was  1 

ess  than  I 

could  get  the 

same  size  building  for  here. 

Yours  ver\'  truly, 

JUHX  I'.  \VILLI.\MP,  Jr. 

FIG.  27 


ECONOMY 

The  most  economical  grouping'  of  garages  as  shown  in  Figures  26  and  27,  is  in  5-car.  K)-car  and 
20-car  units.  Thus,  four  S-car  units  or  two  10-car  units  or  one  20-car  unit  will  make  a  carload  if 
partitions  are  used.  Tbp.se  garages  are  furnished  with  or  without  P.\RTITIONS. — Be  sure  to  .'■pecif\-, 
whether  partitions  are  desired  or  not,  when  ordering. 

All  partitions  are  made  of  the  same  materials  as  the  walls,  and  can  he  remo\-ed  at  an\'  time 
without  affecting  the  rest  of  the  building. 


GET  OUR  PRICES  BEFORE  BUYING 
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EDWARDS  ^'ALL-STEEL"  MULTIPLE  GARAGES 


We  are  not  confined  to  a  few  STOCK  SIZES  in  Multiple  Garages.  It  happens  that  conditions 
require  a  special  layout  to  fit  an  odd  shaped  lot.  We  are  able  to  meet  such  conditions,  and  are  glad  to 
submit  sketches  and  estimates  covering  your  particular  problem. 

Below  in  Figure  28  we  show  a  group  of  ALL-STEEL  Multiple  Garages  built  to  enclose  a  corner 
lot  and  provide  parking'  space  in  the  center. 

This  group  of  23  stalls,  bringing  to  the  owner  a  revenue  of  S230.00  per  month,  paid  for  them- 
selves in  a  little  over  one  year. 

AN    EXCELLENT    INVESTMENT 

You  can  get  a  higher  rental  for  your  Garages  if  they  are  of  STEEL.  Your  tenant  knows  his  car 
is  protected  from  fire  and  lightning  and  he  is  willing  to  pay  more    for  this  protection. 


FIG.  28 
EASILY  ERECTED 

\'ery  few  of  the  buildings  shown  in  this  catalog  were  erected  I  our  men.  We  furnished  the 
materials  CUT  TO  FIT.  The  customer  did  his  own  erectingi  Xotice  ihe  group  of  Garages  shown 
above.  Clean  cut,  straight  lines.  These  Garages  were  erected  in  ^'irginia  by  unskilled  labor.  This 
was  made  possible  by  our  careful  methods  of  fabricating  these  buildings,  .n  v^  complicated  connections, 
or  fitting. 

Each  piece  carefully  marked.  Drawings  made  as  clear  and  simple  as  possible.  Xo  extras  to  buy! 
The  crating  hmiber  makes  excellent  scaffolding  and  temporary  bracing  for  your  'ise  while  erecting" 
the  building. 


WE   BELIEVE    IN   STEEL" 
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Edwards    "STEELCOTE"    Garages 


^HERE  are  many  localities  where  the  Fire  Laws  do 
not  require  an  absolutely  Fireproof  Garage,  and  yet 
(an  all- wood  garage  would  be  undesirable.  We  have 
I  therefore  designed  a  type  of  Garage  that  costs  less 
^than  ALL-STEEL  and  no  more  than  ALL- WOOD, 
yet  is  Semi-Fireproof  and  absolutely  Lightning-Proof  This 
type  is  known  as  the     "  STEELCOTE  "  MODEL. 

The  FRAMEWORK  is  of  dressed  yellow  pine  lumber,  all  cut 
to  fit.  Sills  and  plates  2"  x  4"  doubled.  Studding  2"  x  4"  —24" 
on  centers  and  doubled  at  all  corners  and  openings.  Rafters 
2"  X  4" — 24"  on  centers  with  a  generous  roof  overhang. 

The  WINDOW^S  are  of  white  pine,  six  lights  10"  x  12 ',  top- 
hinged  to  swing  out.     Locked  inside.     All  hardware    included. 

The  DOORS  have  a  skeleton  frame  of  yellow  p'ne  covered  en- 
tirely on  the  outside  with  high-grade  GALVANISED  beaded 
steel.  The  opening  is  8'  x  8 .  Each  door  has  a  six  light  sash 
set  in  place  with  galvanized  trim.  Hardware  includes  six  tee- 
hinges,  chain  bolt,  foot  bolt,  safety  hasp  -vi^d  staple,  padlock 
and  two  keys  each. 

The  ROOFING  is  of  Galvanized  Steel  "r:eo"  Cluster  Shingles 
or  "3-V  Perfection"  according  to  model.  All  roofing  has  the 
Patented  Interlocking  Joint.  All  ncls  concealed,  no  holes 
exposed.  Necessary  Ridge  Cap,  Eave  trim,  nails,  washers,  etc. 
included. 

The  SIDING  is  of  C'vriized  Steel  Weatherboard  or  Imitation 
Rough  Brick  according  to  model.  Corner  trim,  door  and  window 
trim  included. 

The  Entire   Wood  Frame  is  Covered  or  Coated 

on  the  Outside  With 

GALVANIZED    STEEL 

hence  the  name 

"STEELCOTE" 


The  illustrations  on  the  following  pages  will  convince  you  that  no  more  Attractive  and 
Serviceable  Garage  can  be  had  for  the  money.  Many  thousands  in  use  all  over  the  country 
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EDWARDS  "STEELCOTE"  GARAGES 


FIG.   29 
STEELCOTE  MODEL  No.  12— SINGLE  CAR 

The  construction  of  this  attractive  Ga.age  is  described  on  the  preceeding  page.  Standard  equip- 
ment inchides  one  pair  Steelcote  dooi:  gL...i.^a  as  illustrated,  for  opening"  8x8  feet,  all  hardware  included. 
Two  hinged  sash  34  x  28  inches,  glazed.  Extra  equipment,  such  as  small  entrance  door,  extra  windows, 
interior  lining,  gutters  and  downspouts  will  be  quoted  on  request.  Roof  overhang  is  12  inches  all 
around. 

STANDARD  SIZES: 

10x16  10x18  10x20  12x16  12x18  12  x  20  feet. 

Be  sure  to  order  a  garage  large  enough  for  yotir  car.  Measure  the  over  all  length  from  front  bumpers 
to  rear  bumpers  and  spare  tire,  then  add  2'  0"  for  clearance.  We  find  fhat  our  20'  0"  garage  will  take 
care  of  the  largest  car.  but  will  not  allow  for  work-bench  if  desired. 

The  standard  width  of  lO'  0"  is  ample  for  any  car.      Trucks  of  course  will  recpiire  a  larger  garage. 

Be  sure  to  allow  for  overhang  of  the  roof  (.which  is  about  12  inche  all  around)  when  placing 
garage  close  to  property  lines  or  adjacent  buildings. 


SHIPPED  IN  CRATES       ALL  CUT  TO  FIT       ALL  PIECES  ?'  ^RKED 

COMPLETE   DRAWINGS  AND  INSTRUCTIONS  WITH  EACH   GARAGE 

CEMENT  FOUNDATION  PLAN  FREE.  SEND  FOR  PRICE  LIST 
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EDWARDS  "STEELCOTE"  GARAGES 


This  garage  is  of  the  same  construction  and  material  as  the  Xo.  li  Model  on  opposite  page. 
The  only  difference  is  in  the  style.  The  siding  is  of  Galvanized  Steel  Rough  Brick,  and  the  roofing 
of  Galvanized  3-V-Crimp  "Perfection"  with  the  Interlocking  Joint. 

The  Standard  equipment  is  the  same  as  furnished  and  described  on  opposite  page. 
All  cut  to  fit.     All  hardware  and  nails  included. 

STANDARD    SIZES: 

10x16  10x18  10x20  12x16  12x18  12  x  20  feet. 

See  Price  List  for  shipping  weights  and  prices. 


S{GS3 


ev3K 


'TWAS  EVER  THUS 

There  never  was  a  building  made, 
This  truth  you  must  confess, 

But  wh|^some  bird  can  make  it  worse 
And  sell  for  a  little  less. 


^e>^ 


CXXDK 


FIG.  30 
STEELCOTE  MODEL  No.  10— SINGLE  GARAGE 


20 


THE  EDWARDS  MANUFACTURING  COMPANY,  CINCINNATI,  OHIO,  U.S.A. 


EDWARDS  "STEELCOTE"  GARAGES 

Two  attracti-\-e  Double  Garages  of  the  "  STEELCOTE  "  Type  are  shown  on  this  page.  These 
are  furnished  in  different  sizes.  They  are  roomy,  well  lighted  and  attracti\-e.  We  do  not  include 
partitions  in  our  double  garages  unless  ordered. 


FIG.  31— OUR  MODEL  No.  11 


The  Garage  shown  above  is  our  Steelcote  Model  No.  11 — Two  car  capacity.  This  Model  is  the 
same  as  our  No.  12,  except  it  is  larger  in  size.  Standard  equipment  includes  four  six-light  windows, 
one  on  each  side  and  two  in  the  rear,  and  two  pair  Steelcote  doors  glazed.      Gutters    and    downspouts 


16x16       16x18 


STANDARD    SIZES: 

16 -2J        18x16        18x18        18x20        20x16        20x18        20  x  20  feet. 
See  price  list  for  weights  and  prices. 


FIG.  32— "COLONIAL"  MODEL  GARAGE 


In  Fig.  32  we  show  our  attractive  "Colonial"  Model  Garage.  We  include  six  double  hung 
windows,  two  in  each  side  and  two  in  the  rear.  The  interior  is  covered  with  ornamental  stamped 
steel.  Doors  are  of  wood-panelled  tyjie,  glazed.  Standard  size  20  x  20  feet,  Steelcote  construction, 
all  cut  to  fit.     See  price  list. 
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EDWARDS  ''STEELCOTE"  GARAGES 


QUITE  PLEASED 


Norwalk,  Conn.,  Hay  5,  1912 
The  Edwards  Manufacturing  Co.,  Cincinnati,  Ohio. 
Dear  Sirs: 

The   garage  arrived   safely  on  Friday  last,  May  3d,  and  I  had  it  set  up  by 
two  carpenters  Saturday.     Am   quite   pleased  with  it  and  think  I  can  get  some 
of  my  friends  out  East  here  to  order  one  or  two  like  it  from  vou. 
All  parts  came  in  good  shape. 

Yours  very  respectfully, 

J.  C.  NEWKIRK. 


FIG.  33— OUR  MODEL  No.  14 

Galvanized  Metal  Spanish  Tile  roof.  Panelled  wood  doors,  glazed.  Double-lmng  windows,  glazed. 
Made  in  several  sizes.     AL.L,  CUT  TO  FIT. 

No  interior  lining  is  furnished  with  this  model.  Same  can  be  had  for  a  small  additional  cost. 
All  nails  and  hardware  included. 


HE  TOOK  A  DELIGHT  IN  BUILDING  IT 

5056  Decatur  Ave.,  New  York  City,  .May  19,  1912 
The  Edwards  Manufacturing  Company,  Cincinnati,  Ohio. 
Gentlemen: 

"How  can  they  sell  it  at  such  alow  price?"  This  is  the  question  that  1  have 
been  asked  by  a  dozen  or  more  friends  who  have  seen  the  garage  since  it  was 
erected,  and  now  that  I  have  it  built;  I,  too,  wonder  how  you  are  able. 

I  have  always  detested  carpentry  work,  yet  I  took  delight  in  building 
this  gf-rage.  Not  a  bit  of  sawing  to  be  done;  everything  fitting  exactly;  a 
plan  which  was  clearer  than  worded  instructions,  it  was  a  pleasure  to  see  the 
structure  being  evolved  from  a  pile  of  lumber  and  metal.  Gentlemen  you  are 
to  be  complimented  on  the  system  which  has  made  it  possilile  for  you  to 
turn  out  such  a  substantial,  line  looking  and  easil\-  erected  garage  and  at  the 
extremely  low  price  you  ask.     With  best  wishes  for  your  success,  I  am 

Very  trulv  vours, 

VINCENT  G.  McGlTRE. 
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EDWARDS  "STEELCOTE"  GARAGES 


Typical  Erection  Drawings  Furnished  with  Each  Garage  Shipped. 
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FIG.  34 

The  drawings  furnished  you  with  your  garage  are  complete  in  all  details.  Showing  location  and 
marking  of  each  piece.  Any  ordinary  workman  can  erect  an  EDWARDS  STEELCOTE  GARAGE 
easily  and  quickly.     We  furnish  everything  above  the  floor  line. 
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FIG.  35 


STEELCOTE  MODEL   "  L  "—THREE  CAR  GARAGE 


On  this  and  the  following  page  we  show  our  Model  L  STEELCOTE  GARAGE.  "An  excellent 
building  for  investment  purposes.  One  or  more  compartments  can  be  rented  out  insuring  a  return  of 
10%  or  more  on  the  investment. 

The  general  construction  of  this  model  is  the  same  as  our  Nos.  10,  11  and  12  Models.  Partitions 
e.xtend  to  roof,  and  are  covered  with  metal  on  one  side.  Glazed  Steelcote  doors.  All  hardware 
included. 

There  is  one  window  34"  x  2S"glazed,  in  the  rear  of  each  stall,  and  one  in  each  end  of  the  garage. 
Galvanized  gutter  and  downspouts  are  a  part  of  the  regular  equipment. 

STANDARD  SIZES: 

27  X  16  27  X  18  27  x  20  30  x  16         30  x  18         30  x  20  feet. 

No  interior  lining  is  included  with  Stock  Models,  but  the  arrangement  of  studding  and  rafters 
permits  the  use  of  lidwards  Stamped  Steel  Ceilings  and  Sidewalls.  Etlmanco  W'allboard  also  makes 
an  excellent   interior  lining. 


These  garages  are  listed  on  our  Price  List.      Foundation  plans  furnished  FRIvE  with  each  garage. 
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EDWARDS  ^'STEELCOTE"  GARAGES 


FIG.  36 

An  interesting  group  of  MOJEL  "L"  STEELCOTE  GARAGES  with  a  6  foot  space  between 
each  group  to  conform  to  buildi:ig  laws  in  many  large  cities.  These  garages  when  furnished  with 
partitions  are  excellent  for  rental  purposes.  We  are  glad  to  suggest  the  most  economical  layout  for 
your  lot  if  you  will  send  us  the  dimensio  \Our  lot,  property  lines,   adjacent  buildings,   streets  and 

allevs.     All  windows  and  doors  are  glazed. 


FIG.  37 


The  same  type  of  garage,  but  with  brick  iire-walls  between  every  third  compartment.  This  group 
was  built  on  a  corner  lot  and  was  six  ^-ears  old  when  the  photo  was  taken.  Why  not  make  your  lot 
pay  a  steady  income  by  placing  a  group  of  EDWARDS  STEELCOTE  MODEL  "L"  garages  on  it? 
We  will  gladly  give  von  anv  further  information  vou  mav  desire. 
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EDWARDS  "STEELCOTE"  GARAGES 


FIG.  38-STEELCOTE  MODEL  "B"— DOUBLE  GARAGE 

A  handsome  buiklins  that  i>  an  as>et  to  any  piece  of  property.      .Metal    linetl    walls    and    ceiling 
Rooniv,  and  well  lighted.      All  sash  and   doors  .blazed.  ; 


FIG.  39— OUR  MODEL  "  E  "  STEELCOTE  MULTIPLE  GARAGE 


\'arious  sizes.     A  low   iiriced,    substantial   buildin.;;'. 
All  sash  ulazed. 


Costs   less   ihan    wood.      (Juickly   erectcil. 
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EDWARDS  "STEELCOTE"  BUILDINGS 

KDWARDS  "STEELCOTE"  BUILDINGS  as  illustrated  below,  can  be  used  for  many  imrpo.ses. 
They  are  well  adapted  for  Storehouses,  Summer  Camps,  Mess  Halls,  Club  Ho\ises,  Motor  Boat  Houses, 
Suiall  Dry  Cleaning-  Plants,  Voting  Booths,  Gymnasiums,  Bunk  Houses  for  lumber  and  mining  camps, 
Tool  Sheds,  Watchman's  Shanties,  County  and  State  Fair  Buildings  for  exhibits,  and  many  other  uses. 

When  lined  with  "Edmanco"  Wall  Board  they  can  be  kept  comfortably  warm  in  winter.  Cost  no 
lucre  than  wood.  Costs  less  than  brick  or  concrete.  Less  labor  to  erect.  Building  shown  below  is 
30  feet  wide  In-  60  feet  lon.a'.  10  feet  to  eaves. 


FIG.  40 


Made  in  various  sizes.  Prices  upon  request.  Send  us  a  sketch  of  the  size  you  require.  Location 
of  doors  and  windows,  also  state  for  what  you  intend  to  use  the  building.  \A'e  will  gladly  submit 
drawings  and  quotations  covering  same.  , 


WENT  TOGETHER  LIKE  A  WATCH 


r.inyhaiiitoii,  X.  V.,  Mny  26,  1915 
The  KdwanU  ^lainifacUirint;  Company,  Cincinnati.  Ohio. 
Gentlemen: 

The  garage  I  bought  of  your  firm  I  now  liave  put  up  and  in  service.  1  did 
the  work  myself  by  taking  a  few  hours  each  evening  after  my  days  work.  I  can 
candidly  say  I  never  saw  a  more  perfect  frame,  it  went  together  like  a  watch. 
I  am  more  than  satisfied  with  it.  It  exceeds  all  my  expectations,  it  is  neat  and 
attractive  in  appearance  and  fills  all  reciuiremeuts.  I  hope  to  make  some  sales 
for  you  in  the  near  futvire.  Vou  uiay  consider  me  as  one  of  your  most  entluisiastic 
customers. 

Very  truly, 

1'.  \V.  SU-M.MKRS, 

5  Mnlberrv  Street. 
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EDWARDS  "ALL-STEEL"  SUB-STATIONS 


A  ■well-designed  practical  "ALL-STEEL"  building  for  Sub-Stations  for  use  in  coal  mining  opera- 
tions.     This  building  is   designed  to  house  generator  sets,  and  is  well  lighted  and  properly  ventilated. 

The  foundation  to  which  the  building  is  to  be  bolted  should  be  of  concrete.      In   the   illu.stration 
below  we  show  a  typical  floor  plan. 


18  X  21 


STANDARD    SIZES: 

21  X  21  21  X  24  21  x  27  feet. 


Walls  10,  11,  12  feet  high.     Other  sizes  if  desired.     Can  be  erected  by  unskilled  lalior  easily  and 
quickly. 


FIG.    41 


Our  Standard  Sub-Stations  have  a  framework  of  structural  steel,  riveted  and  bolted  together. 
The  siding  and  roofing  are  of  No.  26  gauge  Gahanized  Interlocking  Beaded  Steel,  with  one  piece 
corners,  and  stiffening  bars.  (See  page  9.) 

The  gables  are  shi])ped  comjiletely  assembled  in  one  piece. 

Two  heav\-  steel  sliding  doors  and  six  metal  windows  with  wire  glass  are  included.  All  hardware 
attached  before  shiiiping. 

A  hea\-y  I-Beaui  is  included  overhead  for  hoisting  generators.  Oah-anized  \-entilators  furnished 
with  each  building. 


Shipped  Crated  and  Ready  to  Bolt  Together. 
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EDWARDS  "ALL-STEEL"  METER  AND  PUMP  HOUSES 


We  build  all  sizes  and  styles  of  Imildiiigs  for  Sub-Stations,  Meter  Houses,  and  Pump  Houses. 
There  is  a  wide  variety  of  uses  for  such  buildings  in  the  coal  fields,  and  in  connection  with  jjower 
generating  plants,  also  manv  other  uses  for  such  buildings  in  oil  field  operations. 

The  EDWARDS  TYPE  of  building  for  the  above  purposes  is  strictly  fireproof  and  portable. 
Constructed  entirely  of  steel,  with  Galvanized  Interlocking  Beaded  Steel  roofing  and  siding.  Wire 
glass  metal  windows  and  steel  doors. 

The}'  can  be  bolted  together  by  ordinary  workmen  in  a  few  hours  time.  Below  we  show  an 
interior  view  of  the  construction  of  this  type  of  building. 


FIG.  42 


Space  permits  us  to  show  only  a  few  illustrations  of  Meter  and  Pump    Houses  in  this  catalog,  but 
we  have  built  hundreds  of  these  buildings  in  all  sizes. 

We  are  in  a  position  to  fabricate  such  a  building  according  to  \-our  plans  and  specifications,  or  we 
will  gladly  submit  drawings  and  specifications  if  \ou  will  send  us  a  sketch  and  size  of  Imilding  desired. 

We  furnish  everything  above  the  cement  floor  line.      \'entilators  may  be  had  if  desired. 

In  many  instances,  for  a  small  additional  cost  we  ship  these  buildings  in  the  smaller  sizes  completely 
assembled. 


MOST  ECONOMICAL ! 


MOST  SERVICEABLE  1 
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FIG.  43 


An  exterior  view  of  an  EDWARDS  ALL-STEEL  METER  HOUSE.     A  substantial   framework 
of  structural  steel  well  painted.     Roofing-  and  siding  of  high  grade  galvanized  steel.     Patented  Inter- 
locking joints,  eave  trim,  ridge  cap,  etc.,  as  illustrated  on  page  9. 
Metal  windows  with  wire  glass  to  swing  out.     Can  be  locked  on  inside. 

ALL  READY  TO  BOLT  TOGETHER 
EASILY     ERECTED 
EASILY    PORTABLE 


FIREPROOF 


RAINPROOF 


FOOLPROOF 


Retiuires  no   painting,   no   u])-keep.       We   furnish   cement   foundation    plans   free.     Shipped   in 
convenient  packages.     All  pieces  marked.     All  hardware  in  place  before  shipping.    No  extras  to  buy. 


WE  BELIEVE  IN  STEEL. 
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EDWARDS  "ALL-STEEL"  METER  AND  PUMP  HOUSES 


In  Figures  44  and  45  are  shown  two 
views  of  a  small  ALL-STEEL  building 
This  type  has  been  used  for  Meter  and 
Pump  Houses,  Watchman  Shanties  and 
Motor-Cycle  Carages. 

Shipped  in  five  completely  assembled 
sections.  Can  be  set  up  in  one  half-hour. 

Size  4  feet  wide  by  7  feet  deep. 
Front  7  feet  6  inches  high. 
Rear    6  feet  6  inches  high. 

Galvanized  Steel  siding  and  roofing. 
Can  be  had  in  other  sizes. 

Shipped  in  crates  ready  to  bolt  together. 


FIG.  44— Outside  View. 


Note  in  Fig.  45  the  ample  bracing. 
Building  is  rigid  and  door  cannot  sag. 
Wire  glass  in  door  cannot  be  broken  out. 

An  excellent  building  for  a  tool 
shed . 

No  painting  required. 

Xo  wood  to  rot  or  biirn. 

The  cost  is  surprisingly  low. 

The  materials  and  workmanship 
surprisingly  high  grade. 

Many  uses  for  such  a  Iniilding. 
EASILY  PORTABLE. 


FIG.   45 — Inside  View. 
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EDWARDS  "ALL-STEEL"  METER  AND  PUMP  HOUSES 


Another  Popular  Type  of  ALL-STEEL  Building  for  Many  Uses. 

A  somewhat  larger  building"  than  one  shown  on  opposite  page.      Made  in  various  sizes. 

Standard  equipment  includes  two  Galvanized  Steel  windows  with  wire  glass.  See  Fig.  is,  page 
11.  One  entrance  door  3x7  feet,  glazed  with  wire  glass.  All  hardware  attached.  Shipped  in 
convenient  crates. 


FIG.  46 

The  arrangement  of  doors  and  winilows  varies  according   to   \our   ]nuticuhir  requirements.     We 
are  not  confined  to  the  few  t>']ies  shown  in  this  catalog. 

Our  Engineering   Deiiartnient  will   gladly  assist   >ou   in   designing    an\J  kind  of  stee/  building. 
A  rough  pencil  sketch  from  you  will  enable  us  to  give  you  an  estimate  and  drawing  covering  yimr  ideas. 


THE  BEST  BUILDING  IS  THE  CHEAPEST  IN  THE  LONG  RUN." 
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EDWARDS 


FILLING  STATIONS 


€ 


E  take  pride  in  showing  our  attractive  line  of  Auto  Filling 
Stations.  There  has  been  an  increased  demand  in  the  last 
few  years  for  this  class  of  buildings.  The  problem  has  been 
to  produce  an  Attractive  Building  that  will  not  only  draw  TRADE, 
but  that  will  be  in  harmony  with  the  surroundings,  and  at  the  same 
time  not  prohibitive  in  cost.  .J-  Years  of  EXPERIENCE  and  careful 
designing  have  enabled  us  to  meet  ALL  these  requirements.  We 
show  only  Actual  Photographs  of  a  few  stations  we  have  sold  in  all 
parts  of  the  country.      .J-      J^      ^      .J-      ^      .J-      .J-      .J-      -J-      ^ 

We  are  building  FOUR  TYPES  of  Stations: 

ALL-STEEL — portable  and  fireproof. 
STUCCO  STEEL— fireproof. 
STEELCOTE — semi-fireproof. 
STUCCO- WOOD— semi-fireproof. 

It  is  well,  when  sending  us  an  inquiry  for  a  Filling  Station,  or  when 
ordering,  to  first  consult  your  local  Building  Department  and  inquire 
concerning  the   type  of  building  you  will    be   perm.itted  to  erect. 

We  claim  MANY  ADVANTAGES 

for  our  Filling  Stations  over  brick  or  concrete. 


ECONOMICAL. 


SERVICEABLE. 


ATTRACTIVE 


.Costs  less  than  brick  or  concrete 
Requires  less  concrete  foundation 
Requires  less  labor  to  erect 
Plans  FREE  with  each  order 
No  architects  fee 

.Economically  designed,  well  worked  out 
Every  foot  of  space  counts.  Well  lighted 
Can  be  erected  in  all  kinds  of  weather 

.The  illustrations  show  that  Edwards 
Filling  Stations  are  not  to  be  confused 
with  many  of  the  portable  stations  on 
the  market  today.  They  are  attractive, 
architecturally  correct!  Study  carefully 
the  following  pages  and  be  convinced! 
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EDWARDS  FILLING  STATIONS 


FIG.  47— STUCCO-WOOD  "ORIENTAL"  MODEL 


STUCCO-WOOD  "ORIENTAL"  MODEL— Size  10  x  14  feet.  One  of  the  classiest  little  stations 
we  build.  Attracts  attention  wherever  located.  A  real  "business  getter"'.  Tlie  entire  wood  franie- 
work  comes  to  you  cut-to-fit.  Galvanized  Keyridge  Metal  Lath  for  stucco  finish.  Ornamental  steel 
ceiling  and  walls  for  interior. 

Attractive  Chinese  style  roof  with  Galvanized  Steel  Tiles  and  'J'rininiings.  Ornamental  steel  door 
and  window  caps.  Metal  flower  boxes.  Charming  wood  windows.  White  pine  entrance  doors. 
Gutter  and  downspout.     Good  grade  dull  brass  finish  hardware.— Flower  box  shelves  and  brackets. 

THE  COST  IS  SURPRISINGLY  LOW 

Complete  drawings  and  material  lists  furnished  with  each  building.    Foundation  iilans  FREE. 

SEE  PRICE  LIST. 


NOTli — We  do  not  furnish  any  floor  or  foundation 
work,  as  this  is  usually  of  concrete  furnished  by  owner. 
Xeither  do  we  furnish  plumbing,  heatin.g,  lighting, 
painting,  stucco  or  iilaster  work  or  signs. 


•v 


One  or  more  toilet  rooms  are  furnished  according  to  model.  See  floor  plans  on  pages  48,  49,  50. 
We  have  built  many  hundreds  of  EDWARDS  FILLING  vSTATIONS  at  prices  ranging  from  a  few 
hundred  to  many  thousand  dollars  each.  OUR  STATIONS  SATISFY  1 
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EDWARDS  FILLING  STATIONS 


!Many  of  our  Filling  Stations  are  built  with  single  or  double  Canopies  over  Driveway.  We  are 
showing  our  most  popular  models.  Prices  shown  on  Price  List  are  based  on  layouts  according  to  floor 
plans  on  pages  48,  49  and  50.  \A'here  it  is  necessary  to  make  changes  such  as  canopies,  location  of 
toilet  rooms,  door,  windows,  etc..  there  will  be  additional  charge  for  new  drawings,  as  well  as  any 
extras  involved  in  changing  materials.      \\'e  include  glass  with  all  stations. 

IT  IS  MORE  ECONOMICAL    TO   USE  OUR  STANDARD  LAYOUTS. 

We  quote  on  any  type  of  station  you  may  have  in  mind.     We  can  build 

ANY   TYPE!  ANY  SIZE!  ANY    STYLE! 

\\'rite  us,  lell  us  what  you  want. 


FIG.  48— STUCCO-WOOD  "OHIO"  MODEL 


An  artistic  enlargement  of  our  "  ORIEXTAL  "  Model.  Size  of  attendant's  room  is  12  x  14  feet. 
The  DriAeway  is  16  feet  from  building  to  Pump  Island.  The  "OHIO"  ^lODEL  is  constructed 
thruout  same  as  the  Oriental  Model.  A  generous  roof  overhang.  Handsome  Metal  Ceiling  over  the 
drivewav.      Height  of  drivewav  clearance  11  feet. 


A  MASSIVE,  WELL  BUILT  STATION 

ONE  OF  OUR  BEST  SELLERS  ! 

This  station  has  the  appearance  of  a  S50U0.00  building  yet  our  price  is  ridiculously  low!      Flower 
Boxes  included.     Free  cement  plans.      Xote  on  page  53  what  we  do  XOT  furnish. 
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EDWARDS  FILLING  STATIONS 


FIG.  49— STUCCO-WOOD    "CINCINNATI"  MODEL 

This  Station  with  it.s  larg-e  Roof  overhano;  presents  a  massive  apiiearance.  The  27  foot  canopy 
o\'er  Driveway  is  ample  for  a  center  Pump  Island.  Attendant's  room  14  feet  deep  by  17  feet  and  9 
inches  wide.  Two  Toilet  rooms  inchided.  Stucco  finish. — Handsome  galvanized  !Metal  Tile  Roof, 
gutter  and  downspouts  all  around.  Metal  panels  under  canopy  for  ad\-ertising  purposes.  We  do  not 
furnish  brick  veneer  base. 


FIG.  50— STUCCO-WOOD    "GEORGIAN"  MODEL 


A  lieautifiil  example  of  Colonial  Architecture!  A  delight  to  the  e\-e.  Colonial  Shutters,  ("ral- 
vanized  Cupola  on  roof.  Large  double  Driveway.  Galvanized  Colonial  Jletal  Shingles  on  Roof;  also 
furnished  with  single  Driveway.  Brick  veneer  not  included.  Over  all  dimensions  20  by  36  feet. — 
See  floor  [ilans,  pages  48,  49,  50. 
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EDWARDS  FILLING  STATIONS 


FIG.  51 
STUCCO-WOOD    "POCO"    MODEL 

Well-proportioned — Classical  lines —  Large  double  Driveway —  Two  toilet  rooms.  Beautiful 
panelled  Metal  Ceiling  under  canopj'.  Admits  of  beautiful  night  illumination.  Below  is  another 
view  of  the  same  station  at  night.     Attracts  trade. — An  asset  to  any  community'. 


FIG.  52 
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EDWARDS  FILLING  STATIONS 


FIG.  53— STUCCO- WOOD    "BUNGALO"  MODEL 

A  cozy   little  station  18   .x  14  feet. — Stucco  finish. — Metal  Columns.     Pergola  effect  around  roof. 
Ca.sement  windows.     Flower  boxes. 


Below  in  FIG.  54  our  STEELCOTE  "TAMPICO"  MODEL-14x  10  feet.  Metal  Tile  Roof. 
Large  overhang.  Galvanized  Metal  Rough  Brick  Siding.  Casement  windows,  glazed.  Our  lowest 
priced  station.     Can  also  be  had  in  STUCCO-WOOD. 


FIG.  54 
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EDWARDS  FILLING  STATIONS 


In  Fig.  55  below,  is  our  STUCCO- WOOD  "AVON"  MODEL.  Another  distinctive  EDWARDS 
design.  Admits  of  attractive  decoration  with  paint  in  contrast  to  the  white  stucco  finish.  Canopy 
Columns  are  of  galvanized  steel.  Windows  on  all  sides.  Toilet  rooms  included.  This  station  looks 
well  on  any  suhurlian  location.     Size  12  x  14  feet.     Canojiy   Dri\-ewa\-    11    feet.     .\11  glass  included. 


FIG.  55 


STUCCO-WOOD    "AVON"    MODEL 


EDWARDS  FILLING  STATIONS  are  carefully  designed  and  built  from  the  foundation  up. 
Every  detail  is  carefully  worked  out  to  insure  ECONOMY  as  well  as  BEAL'TY.  We  use  only  high 
grade  materials  throughout. 

On  our  "STUCCO- WOOD"  Models  we  furnish  Galvanized  "KEYRIDGE"  Metal  Lath  to  which 
the  stucco  is  applied.  This  is  a  rigid  lath  that  insures  a  lasting  job  of  Stucco.  Far  superior  to  the 
ordinary  expanded  metal  lath. 

The  roof  is  covered  solid  with  tongue  and  grooved  Yellow  Pine  Sheathing.  This  is  covered  with 
1-ply  Composition  Roll  Roofing.  On  this  is  applied  Edwards  Galvanized  Metal  Spanish  Tile.  A  truly 
lasting  roof  that  is  beautiful. 
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EDWARDS  FILLING  STATIONS 


FIG.  56 

Two  very  fine  buildings.     Above  is    onr   STEELCOTE    "MORLINE"    MODEL  may  also  be 
had  in  the  STUCCO-WOOD  construction. 

Below  is  our  STUCCO-WOOD   "DALLAS"  MODEL.     Both  of  these  stations  are  large  and 
roomy.      Well  adajited  to  any  location.     See  floor  plans  on  pages  4S,  49,  50. 


FIG.  57 
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EDWARDS  FILLING  STATIONS 


In  Fig.  58  is  shown  onr  popular  STUCCO-WOOD  "POCO''  MODEL  STATION.  This  building 
10  X  14  feet,  is  compact  in  arrangement,  yet  is  pleasing  and  attractive. 

Note  the  handsome  roof,  the  ornamental  galvanized  steel  Pilasters  at  the  corners.  The  Colonial 
windows,  glazed.  Panelled  steel  ceiling"  under  the  roof  overhang  admirably  adapted  to  lighting  effects. 
Hundreds  of  these  buildings  will  be  seen  throughout  the  Eastern  and  Central  States.  While  no 
canopv  is  used  with  this  model,  yet  the  large  roof  overhang  is  ample  to  shelter  two  pumps. 


FIG.  58 
STUCCO-WOOD  "POCO"  MODEL 


Special  Notice !     ^^T  '?5"""^  f- p"--^'-  -^^^^  ^'-d-mg 

JT  any  building   in   this  catalog  refer  to  Page 

Number  and  Figure  Number;  also  Catalog  Number. 


EXAMPLE:       "Poco"  Model  Fig.  58,  Page  40,  Catalog  No.  77 

This  will  eliminate  the  confusion  that  sometimes  occurs  where  our  customers 
have  copies  of  our  old  catalogs  on  hand. 
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EDWARDS  FILLING  STATIONS 

The  models  shown  on  this  and  the  following-  pages  are  of  the  ALL-STEEL  type  of  construction. 
No  wood  is  used  except  in  some  instances  on  the  roof  for  fastening  the  Galvanized  Tile.  All  glass  is 
included. 

The  ALL-STEEL  construction  is  described  on  pages  9,  10  and  11. 

Structural  Steel  Framework.      Galvanized  Interlocking  Steel  Siding  and 
Roofing.      Steel  Doors.    All  ready  to  bolt  together. 


FIG.  59.— ALL-STEEL  "RANGER"  MODEL. 

10x16  feet.  13-foot  canopy.  Large  steel  windows  on  three  sides.  Canopy  supporteaT>y  hea\'\- 
steel  post  at  center.  Front  door  of  wood.  Signs  are  extra  equipment.  All  liolted  together.  Easily 
mo\-ed  to  new  location  if  desired. 


FIG.  60     ALL-STEEL    "BATTERY"    MODEL. 

ALL-STEEL   H.lTTl'^RV  MODP<L  designed  to  take  care  of  se\eral  cars  at  one  lime.      Enclosed 
portion  is  48  feet  long  by  S  feet  tleej).  Canopy  jirojects  12  feet.  .\u  abundance  of  light  and  \'entilation. 
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EDWARDS  FILLING  STATIONS 


An  interesting  comparison  is  shown  on  this  and  the  opposite  page.  Fig.  61  below  shows  the 
FIRST  EDWARDS  ALL-STEEL  SERVICE  STATION— Erected  in  Cincinnati,  March,  1912.  Note 
the  price  of  gasoline  at  12  cents  a  gallon.  —  (Those  were  the  good  old  daAs.)  Note  the  absence  of 
pumps.  This  station  gave  excellent  service  for  over  10  years,  and  was  finally  removed  to  anew 
location  to  make  room  for  a  more  imposing  building.     This  type  of  building  is  still  a  good  seller. 


OUR  FIRST 


FIG.  61.— ALL-STEEL  "BEAUMONT"  MODEL. 

Attendants'  room  8  x  24  feet.  Canopy  12  x  24  feet.  Fireproof  throughout.  Plentj-  of  light  on 
three  sides.  Toilet  room  included.  Portable.  This  station  is  not  as  ornamental  as  that  shown  on 
the  opposite  page,  but  is  very  serviceable,  and  well  adapted  for  country  use. 

Galvanized  Interlocking  Beaded  Steel  siding  and  roofing.  Metal  windows.  Steel  door.  Can  be 
set  on  wood  posts,  or  on  concrete  foundation.     Quickly  erected.     All  glass  included. 


We  build  stations   ranging   in  price  from  a 
few  hundred  to  many  thousands  of  dollars. 


ALL    SL 


:ALL  IMD^ 
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EDWARDS  FILLING  STATIONS 


The  station  shown  below  forms  quite  a  contrast  to  that  on  the  opposite  page.  This  station  erected 
in  Middletown,  Ohio,  October,  1927  is  the  latest  development  of  EDWARDS  ALL-STEEL  STATIONS. 

We  are  constantly  adding  to  our  line  of  buildings,  and  the  station  shown  on  this  page  expresses 
the  latest  ideas  in  economical  Fireproof  Filling  Stations — Complete  in  all  its  appointments.  Note 
the  very  latest  ideas  in  illumination.      Air-hose  facilities.      Advertising  space,  etc. 

Compare  this  developement  of  fifteen  years  experience  with  Fig.  61. 


OUR  LATEST 


FIG.  62 
EDWARDS  ALL-STEEL  AND  STUCCO-STEEL  "DIXIE"  MODEL 


A  strictly  modern  station  that  is  built  for  service.  Absoluteh'  fireproof.  Costs  less  than  brick  or 
concrete.  Structural  steel  framework  thruout.  Galvanized  Metal  Tile  roof.  Handsome  steel  panelled 
ceiling  over  driveway.  Large  glass  area.  Two  rest  rooms.  Metal  roof-sign.  Galvanized  steel  lamp 
pedestals.  Massi\-e  front  columns.  Interior  walls  lined  with  steel.  Steel  ceiling.  Gutter  and 
downsjiout. 

The  aljove  illustration  shows  Stucco  on  Gah-ani/.ed  Keyridge  Metal  Lath.  The  same  building  lias 
been  erected  in  several  localities  with  our  Galvanized  interlocking  Beaded  Steel  Siding.  When  jiroperlx- 
painted  looks  as  well  as  the  stucco  finish,  and  takes  less  time  to  erect! 

More  than  a  dozen  of  this  new  t>pe  erected  in  Ohio  last  year.  Vou  will  lie  interested  in  the 
prices  of  this  station. 
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FIG.  63— ALL-STEEL  "WACO"  MODEL 

A  ^'ery  serviceable  building  of  P'/reproo/' construction.  Roomy  and  well  ventilated.  Ample  space 
on  the  galvanized  steel  cornice  for  advertising  purposes.     Ventilating  steel  sash. — -Toilet  room. 

We  do  not  furnish  the  brick  columns  shown  under  canop3',  but  we  do  furnish  drawings  of  same 
as  well  as  foundation  plans  with  each  building  shipped.      Glass  included. 


FIG.  64— ALL-STEEL  "  QUEEN  CITY"  MODEL. 


Well  adapted  to  a  corner  lot  location.  Xote  the  handsome  roof  of  Edwards  Galvanized  Spanish 
i\Ietal  Tile.  Roof  overhang  permits  of  ample  lighting.  Two  doors.  Toilet  room.  Size  of  building 
16  X  20  feet.      Glass  included, 
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EDWARDS  FILLING  STATIONS 


ALL-STEEL  "VULCAN"  MODEL— One  of  our  most  popular  designs.  Attendant's  room 
10  X  16  feet.  Driveway  14  x  16  feet.  With  or  without  toilet  room.  Space  for  three  pumps.  Portable. 
Galvanized  tile  roof.  Round  steel  posts  with  ornamental  caps  supporting  canopy.  Fire  and  Light- 
ning-Proof. 

Can  be  erected  on  a  small  lot  in  a  short  time.  Xo  muss,  dirt  and  delays  such  as  are  common  in 
brick  and  concrete  construction. 


FIG.  65 


FIG.  66 

The  foils-  of  luiilding  entirel\-  of  wood. 
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Where  .uasoline  pumps  are  not  pro- 
tected by  a  filling-  station  canopy  it  is 
necessary  to  erect  some  sort  of  shelter 
o\er  the  pumps. 

In  Fig.  67  we  .show  an  ALL-STEEL 
SHELTI'"R  to  accommodate  three  pumjis. 

\'ery  strong  and  durable. 

Easily  assembled.  Framework  of  steel 
read\-  to  put  together. 

Galvanized  Si>anish  Tile  makes  a  hand- 
some roof. 

The  illtistration  shows  a  shelter  6  feet 
wide  at  the  lower  edge  of  the  roof  anil 
1 2  feet  long-. 

Can  be  had  in  other  sizes  to  accommo- 
date two  or  four  pumjis- 


FIG.  67— "AJAX"  MODEL 


FIG.  68— "ECONOMY"  MODEL 

A  more  economical  design  in  an  All-Steel  Shelter.      Easily  set  u]). 

Curved  Corrugated  Galvanized  Steel  roof.      Steel  pipe  supports.      Made  in  several  sizes. 
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EDWARDS  PUMP  SHELTERS 


An  attractive  Pump 
Shelter  is  not  onh-  a  neces- 
sity, but  draws  the  attention 
of  i)assing'  motorists. 

Fig.  69  shows  a  \ery 
pretentious  Shelter  of  Steel- 
cote  construction. 


The  roof    framinj. 
wood  all  cut  to  fit. 


is   of 


Gah-anized  Spanish  Tile 
roof.  vSteel  ceiling,  gutters 
and  downspotit. 

Four  pumi^  capacitw 

Xo  wood  exposed. 

We  do  not  furnish  brick 
liiers. 

Complete  drawings  free 
with  each  shelter  shipjied. 


FIG.  69— "MASCOT"  MODEL 


Another  type  of  Steelcote 
Shelter  Fig.  70. 

Made  in  various  sizes. 

Advertising  lamps  can  be 
installed  as  shown  on  roof. 

Gutter  all  around. 

Metal  ceiling". 

Galvanized  Tile  roof. 

No  wood  exposed. 


Substantial 

and 

Attractive 


mu-^lMT^ 


FIG.  70-  "SUBURBAN"  MODEL 
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EDWARDS  FILLING  STATIONS 


TAT" HEN  you  realize  that  we  build  Service  Stations 
"  "  ranging  in  price  from  a  few  liundred  to  several  thous- 
ands of  dollars  each,  you  can  readily  see  how  well  equipped 
we  are  to  meet  your  requirments.  The  designs  in  this 
booklet  are  onlj-  a  few  of  the  man}'  tj'pes  we  have  placed  all 
over  this  countrv.  Our  skilled  architects  and  eneineers 
design  these  stations  and  have  been  doing  so  for  over  sixteen 
years.  Skilled  mechanics  cut  all  parts  to  fit.  Our  own 
rolling  mills  turn  out  the  high  grade  galvanized  steel  used 
for  roofing,  siding  and  ornamental  fiuish.  We  use  onh- 
high  gi'ade  materials  and  workmanship  thruour.     ■     .     •     . 


^ 


PERMIT  US  TO  FIGURE  ON  YOUR  NEXT  SERVICE  STATION 


FIG.   71 


ONE  OF  THE  EDWARDS  SUPER  STATIONS 


All  attnicti\-e  and  well  desi,t;iied  \.y]>t:  of  Super  Station!  (  )ii  the  ri.uht  i>  spaciiiUN  Luliritoriuni  — 
Ample  room  for  gTeasinj;-  two  cars  at  the  same  time,  Larije  doors  ])ermit  entrance  of  husses.  To  the 
left  a  room  for  accessories,  also  a  battery  room.  A  roomy  and  well  li.uhted  attendant's  room  in  the 
front  center.      Ladies'  and  men's  rest  rooms  com])lete  the  e(|uiiiment. 

The  1)eantiful  Cano])y  co\ers  three  puni])  islands — eiL;ht  pump  capacity.  The  entire  exterior  is 
covered  with  .nalvaiii/.ed  steel.  Hiiilt  for  considerablv  less  than  brick  or  concrete,  yet  more  attractive. 
An  Excellent  Investment  on  a  Prominent  Highway. 
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